DEPARTMENT OF THE ARMY 

US ARMY INSTALLATION MANAGEMENT COMMAND 
HEADQUARTERS, UNITED STATES ARMY GARRISON, DUGWAY PROVING GROUND 

DUGWAY UT 84022-5000 

REPLY TO A 
ATTENTION OF 

IMDU-HRA 3 March 2016 


Mr. Ben Winslow 
MuckRock 
DEPT MR 23606 
411A Highland Ave 
Somerville, MA 02144-2516 


Dear Winslow: 

This is to acknowledge receipt of your Freedom of Information Act (FOIA) request dated 
27 January 2016. Your request is being processed at this time. 

For reference, your request was received and reviewed by this office on 3 March 2016 
and has been assigned case number FP-16-012070. Your request is being processed in 
accordance with Title 5 United States Code 552, The Freedom of Information Act . 

Your case status can be tracked at https://www.foia.armv.mil/facts/casestatus.aspx . If 
you would like to submit feedback or encounter any issues checking your status online, please 
email usarmv.belvoir.hqda-oaa-ahs.mbx.rmda-foia@mail.mil . 

If this office can be of further assistance, please contact Zane Gonder at 



Government Information Speciaiist 
Dugway Proving Groundj Utah 





